To: Braun, Richard[Braun. Richard@epa.gov] 

From: Sandoval, Joni 

Sent: Thur 8/6/2015 9:00:35 PM 

Subject: FW: Gold King Mine - ERRS TO (#51) Ceiling Increase Request (Removal Support) 

GoIdKina-IGCE-Portal 7-2015.pdf 
Gold Kina ERRS4TQ51$Aug 2015.docx 


Hi Rich 


Here is the IGCE and funding memo for the Gold King Mine TO 5 1 incremental funding 
request. The line is also referenced below. Thank you in advance. 
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From: Way, Steven 

Sent: Wednesday, July 08, 2015 3:07 PM 
To: Sandoval, Joni 

Subject: Gold King Mine - ERRS TO (#51) Ceiling Increase Request (Removal Support) 


Joni - Attached is my IGCE for the work planned this season. The increase request is for an 
additional $200K to combine with the remaining $189K in the TO. My estimate with 
contingency is $470 K. This funding level was previously agreed to by David and Laura this 
spring. 


Thanks, 

Steve 


Steven Way 

Federal On-Scene Coordinator 
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Emergency Response Unit 
US EPA - Region 8 
1595 Wynkoop Street 
Denver, CO 80202 

Office: 303-312-6723 


1802078 


ED 000552C 00016827-00002 



